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4 Sketch 1 ? 



S t- an Plant of the Manfred -* 
» .v i^g V/orks in C3 gt* c1 

Scale Is 500 




Lepead: 

1 flap transport (ground floor) 

2 3 hi ph~pre enure boilers (100 atr:os*- 
pheres) 

3 Pulverizer .fans (ground floor) 

i* food-water purification installation 

5 Feed-water pumps (123 atmospheres) 

6 Office 

7 Condensers 

0 Iliph-prcssuc turbine (13*300 lav) 

9 Three low pressure turbines (3*000 I: 

each ) 

10 Lor -pressure boilers (66 flue boiler. 

11 Goal convenor to coal bunker in 
third floor 
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Sketch 2s 

Vertical Section Through Boil e r House 


Lepend: 

1 Coal bunker 

2 Toiler 

3 Control turbines (ochaltturbinen) (second floor) 
6 Coolinp devices and fans - ' rround floor) 

3 lorv-oroof basement 
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L ayout Sketch of the Laboratory of the fc/plss Ijunf red W p rka 


First floor 
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Second floor 


Legend: 

*d Shop for testing materials and store rooi 

2 Special laboratory for strength testing 

3 Office of section head* 

1; Special machines 

3> Mechanical laboratory, tensile 
testing machines 

6 Toilet 

7 Lirector’s Office 
0 Anteroom 

9 Metallography section 

10 Spectrogrnphy section 

11 Dark room 
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Third floor 
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T#>'*end continued: 

,2 File3 Office 

13 Library ■ 

14 Head of cheui cal laboratory 

15 ju 3 .boratory 

16 Chemical laboratory- 

17 Preparation room 

1 8 Toilet 

19 Russian acceptance office 

20 Inner gallery 

21 Machines tea ting endurance 

22 Storeroom 
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‘‘Spcrating office „ 

PlWt force 

S’ .on for cleaning' ingots 
storage space. i 

4 o pen-hour th f\ 

furnaces I 11 

Charging platform 
for open-hearth 
furnaces 

Auxiliary installa- 
tions ( fans, forge for 

test -pieces 9 oil tanka) 


Povrer riant 

Forge 

Ingot molds 

Tm> electric: furnaces 

system Ileroult 

One high-frequency 

furnace 

Office 

Steel foundry I 
One electric furnace 
, Office 

, lime, sand, colce dump 
auxiliary material , 
dtuiip ! 

? Dump for boxes of dolo- 

mite 

, Foundry head’s officf 
„ One electric furnace 
Steel foundry II 
. Office 
„ laboratory 
» Coal bunker 
„ Gas generators 
„ Office 
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layout Sketch of Machine icols Plant of the \7olss Manfred Works 
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' not to scale 

legend i 

1 Low-pressure plant 

2 Bicycle factory 

3 Machine-tool manufacturing plant. 

4 Material testing shop. 

5 Cartridge-case factor,, 

6 Bunker lJo» 4 

7 Precision mechanics department. 

8 Enameling works 

9 to Management 

10 to Uo. Ill entrance 

11 !£in~plate rolling mill 
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